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E. O. 11652: N/A 
TAGS: AFIN. NATO, US 

SUBJECT: NATO CIVIL BUDGET CY 1978 - BC-D(77)17 
REF: STATE 264990 

1 . CIVIL BUDGET COMMITTEE BEGAN ITS REVIEW OF CY 1978 
NATO BUDGET NOVEMBER 7. GREAT CONCERN EXPRESSED WHEN 
US REP DID NOT APPROVE GRANTING OF CONTRACT AUTHORITY FOR 
WORK TO BE DONE ON FACADES AND ROOF OF HEADQUARTERS 
BUILDING, CHAPTER XX. NATO DIRECTOR OF MANAGEMENT 
EXPLAINED THAT THE ADMINISTRATION WAS REQUESTING 
PERMISSION TO SIGN CONTRACTS FOR THIS WORK, AND THAT MONEY 
WOULD BE REQUESTED ONLY WHEN NEEDED. 

2. ACTION REQUESTED: DEPARTMENT REVIEW ITS INSTRUCTIONS 
IN REFTEL IN LIGHT OF ABOVE INFORMATION.GLITMAN 
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